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NARA RG104, Entry 1, Box 186 


[Abstract:] States that U.S. Express Agent refused to accept shipments... 

The Mint of the United States at Philadelphia, 

Superintendent’s Office, 

July 11, 1894 

General George R. Snowden 
Acting Superintendent 

Sir 


I have the honor to inform you that the U.S. Express Agent yesterday and today refused 
to accept shipments of minor coin for Cleveland, Toledo, Chicago and points West. 

Very respectfully, 

C.H. Townsend 



